FIRST  BAPTIST  CHURCH 
61  Church  Street 
Charleston,  South  Carolina  29401 

Founded  in  1682,  the  oldest  Baptist  Church  in  the 
South.  The  present  sanctuary,  designed  by  Robert 
Mills,  the  first  American  born  architect,  was  com- 
pleted in  the_  I820's.  The  structure  has  received 
national   acclaim  for  its  classic  design  and  beauty. 
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